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3.a. the materials so stored are intended solely for treatment or disinfection of water or sewage in treatment processes located at the site; or
4. a. the materials are stored solely incident to retail sales on premises and are not processed, pumped, packaged, or repackaged at the site; or
5.a. the materials are stored at a service station or similar installation solely incident to the distribution of gasoline, kerosene, diesel oil or other petroleum products for motor vehicular uses and repair; and
5.b. the facility for such storage is constructed in accordance with construction and monitoring standards of Article 12 of the Suffolk County Sanitary Code for non-petroleum hazardous materials; or
6. a. the materials are stored at an establishment for which a permit has been secured in accordance with Section 706.A.3, and a permit for such storage has been granted by the Department;
7.a. the materials are stored on a farm site solely incident to on-premises use, and consist of fertilizers, pesticides, or other agricultural chemicals to be applied in accordance with the provisions of Section 706.A.1.
C.     The provisions of Sections 706.A and 706.B of this article shall be applicable:
1.   immediately for all non-residential facilities which have not been approved, constructed, or put into operation prior to the effective date of this article; and
2.   immediately for all non-residential facilities which were approved, constructed, or put into operation prior to the effective date of this article upon:
a.   any change in use or process which results in an increase of mass loading in the discharge or restricted toxic or hazardous materials, or introduces a toxic or hazardous material not previously discharged; or
b.   any change in use or process which results in an increase of the storage or change of type of restricted toxic or hazardous materials.
D.     When upgraded in accordance with the time schedule specified in Article 12, existing facilities, including those for petroleum products, not otherwise covered by items 706. A, 706.B or 706.C, above, shall conform to the standards of Article 12 for non-petroleum hazardous materials. These requirements do not apply to facilities upgraded in accordance with Article 12 prior to the effective date of this article.
Section 707. Permits
A.     All permits required by this article shall be applied for in accordance with the provisions of Article 3 of the Suffolk County Sanitary Code.